From: 

Sent: 

To: 

Subject: 


Caloggero, Dina (DPH) 

Wednesday, December 21, 2011 11:56 AM 
Nassif, Julianne (DPH) 

RE: access to drug lab test system 


Looks like somebody to delete. Is this it? 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, December 21, 2011 11:46 AM 
To: Caloggero, Dina (DPH) 

Subject: Re: access to drug lab test system 

Who is s woodhouse? 


From: Caloggero, Dina (DPH) 

Sent: Wednesday, December 21, 2011 11:36 AM 
To: Nassif, Julianne (DPH) 

Cc: Dole, William (DPH) 

Subject: RE: access to drug lab test system 

Hi Julie, 

I am weeding through my emails this monring and came across this. Peter should have access to the Drug lab test 
system. Let me know if this is not the case. When the testing is complete, you will need to add the Drug Lab users to the 
SLI-Druglab-Clerk group to access the production system. The following users are in this network group. Can you go 
through the list and let me know which users need to be added or deleted? 

Csalemi 

DsaundersOI 

EObrien 

GPhllipsI 

JHanchett 

JHankeson 

JNassif 

JZanolli 

Kdole 

SBasani 

SFarak 

Sfeiden 

SSalem 

SSprague 

SWoodhouse 


From: Nassif, Julianne (DPH) 

Sent: Tuesday, December 20, 2011 4:55 PM 
To: Dole, William (DPH) 

Cc: Caloggero, Dina (DPH) 

Subject: access to drug lab test system 

Hi Kip, 

l 
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I am sorry - it is OK to give Peter Piro access to the test system. I was confusing the test and production 
systems when I said I needed to fill out the access forms. 

Thanks, Julie 

jw.Udi'U'ie Nflsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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